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DEDICATION
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This book is dedicated to the global effort of exposure, and continued hope for help for victims non-consensually used, at this very moment, in one of the most unimaginable and heinous Crime of the Century, in a program with tendrils, dating back many years.

Give me liberty or give me death!  Since this operation cannot come into the open without revealing themselves 100%.  
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What will they choose?
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ACKNOWLEDGMENT

During a Coast to Coast interview, August 27, 2013, titled Electronic Harassment, 300,000 was the number given regarding those suffering electromagnetic technology attacks within America.  However, many suspect the number is far greater and continues to grow. 

My voice and experiences alone are just not enough when making these types of claims.  Indeed, one person making such claims, historically, and today, has gotten them one thing, and one thing only, an involuntary stay in the psyche ward and indefinitely if those targeting the individual has anything to do with it.

It is my continued belief that by adding my voice to thousands of others, and continuing to compile just a tiny portion of the extensive research material available, for substantiation, along with the personal experiences of Targeted Individuals, that through our unified effort we will effect change to these horrendous secret crimes of physical torture and psychological abuse and covert manipulation.

I, acknowledge this information is not news to those that are targeted.  My target is those, who do not have a clue why suddenly their health begins to deteriorate, forced to do this type of research necessary to gain an understanding of how just to survive.

––––––––

INTRODUCTION

In June of 2013, I continued to search for solutions to the torture and abuse I and many are experiencing around the clock.  I thought a book detailing victim experiences, other than my own, might prove effective in helping the cause.  When looking for solutions, I reasoned, the effort must be to bring what is happening today to mainstream America and hope to rally the support of the general public regarding this specific type of covert abuse being inflicted in various forms on the human body and through various methods.

I did get a few responses from targeted individuals all over the country, however, many, after showing initial interest in the project later declined.  One individual reported that soon after considering it those monitoring him immediately began an effort to persuade him to not get involved.  He reported that the microwave Directed Energy Weapon attacks escalated in his life and he now felt it too costly, both mentally and physically, to participate.  In other words, a clear message had been sent from the operation center that in doing so, it would be detrimental to his mental and physical health to an advanced extreme.

I, of all people, completely understood his position and subsequent decline and not wanting to be involvement as a result.  I had suffered, and continue to suffer, both mental and physical attacks and abuse by the military and law enforcement group assigned to me on a daily basis.

One person, whose story I accidentally stumbled upon a few years back during an internet search, was that of Jeremiah Ivied.  Jeremiah is a little-known activist today; was making waves, by working tirelessly to expose the misuse of electromagnetic technology of which he has firsthand experience at a horrific level.

When I read his personal account of electromagnetic mind control and electromagnetic weapon attacks and successful subliminal manipulation, before he woke up, I was greatly moved.  In fact, it brought tears to my eyes to hear of such cruelty.  After hearing what happened to him and his parents, I declared, in my own suffering and fight, that I would do everything within my limited power to expose what today is a program that has morphed into a legalized, unrestrained, government approved, technology testing amped on steroids.  

The fact that it is little known to the general public and 100% legally approved by exceptions for the military for research activity and law enforcement for biological crowd control makes it secretly dangerous.  Because it is not being broadcast, human suffering by these two groups is thriving as a fully mobilized global effort.  

A few months after my request on Facebook for victim stories, Jeremiah Ivied and I connected in a joint effort to publicize the beginning of the mind control attempt in his life, his suffering, plight, and ultimate redemption.  I am grateful for his bravery and brutal honesty in detailing his specific situation.

The theory behind mind control technology is that the bioelectric brain emits electromagnetic energy and by using an electroencephalogram (EEG) brainwaves can be detected, translated into a vocabulary, and used for monitoring and analysis.  Computers can correlate behavior and speech to the brainwave signals and the mind and thoughts of the victim can be remotely deciphered.  Mind reading is pivotal for those at the helm of these advancements through the vital awareness of knowing what is effective with victims and the focused hope to push victims over the edge.  For example, with a woman, while they learn after beamed focused to the breast is creating fear or rightful concern, this area will become an area of primary focus.

This theory also works in reverse. In stimulating or controlling human behavior, the brain communicates via electromagnetic signals.  Decades of scientific research has proven that manipulation of certain electromagnetic frequencies creates and correspond with specific mood states, changes and behavior.  The brain cannot differentiate a foreign signal from its own.

By targeting the subconscious mind with messages as hypnotists does, for example, the technology can remotely target the subconscious mind and it becomes a very potent mind control weapon. 

“The Mind has no Firewall. - Therefore, is susceptible to all form of non-detectable intrusions.” If your thoughts were hacked you wouldn’t even know they weren’t your own. -—Timothy L Thomas (The U.S. Army War College Quarterly)

This is a simple explanation of complex electromagnetic technology.  However, in present day, with then President Bush proclaiming the 1990s the Decade of the Brain, it is well within the realm of reality.  One of the best books on this topic is Dr. Becker's The Body Electric: Electromagnetism and The Foundation of Life, published in 1985.

Many victims are grateful for Jeremiah courageously detailing his story.  He and his parents suffered a great deal.  He, as does many, realize that in order to draw attention to what is really happening in these vicious scientific programs, to include the capability and characteristics of powerful electromagnetic influencing technology, victims must be strong and brave enough to fully exposed, no matter how distasteful, or embarrassing, the levels of humiliation, and depravity that those at the helm of the technology will go to.  

These programs have thrived for decades due to continued disbelief, discrediting, unheard of personal humiliation silencing, threats, covert barbaric torture, and most of all through the creation of emotional fear, anger, anxiety, hatred, covertly beamed extreme stress in many forms through manipulation of extremely low frequencies as a method for control and forcing victims to comply.

Personally, after writing “Remote Brain Targeting” Book I, used as the blueprint by detailing, research, testing and development historic programs leading up to full implementation of this technology, then “You Are Not My Big Brother” detailing my personal experiences, I hoped that the effort around me would dim somewhat due to exposure.  To my chagrin, this would not be the case.  Because those in these programs are operating under Color of Law, and are protected by laws approving technology testing intentionally enacted after 9/11, two things became obvious to me, 

(1) The group targeting me, working around the clock, now entering its eighth year in 2014, believed that eventually they would torture me into submission as well by getting me to react negatively. 

(2) And that 24/7/365 slow kill death by constant irradiation of a target’s body, that the goal of silencing would be inevitable or at the very least shorten my lifespan.

Admittedly, a couple of times, due to the relentless attempts to torture me into submission, program me and break my will, the thought had materialized in my head that I could not take the horrendous pain and debilitating torture by microwave directed energy weapons, or the intense psychological accompanied verbal abuse and that I should just rest in peace by suicide.  However, the realization of the definite technological capability to influence a target by implanting thoughts directly into the human brain cautioned me bringing me back to reality.  

I would also have to come to terms with a fact of which many targets, past and present and likely future will agree or learn, once you are placed into this type of highly technical program, it usually is for the rest of your life and the same people are around you day and night for years through their employment and when they retired someone else takes over. 

The capabilities of numerous electromagnetic patented devices, software, and state-of-the-art computer systems, continues to be beyond belief or comprehension for the average American. This is in spite of numerous official patents for these technologies, backed by documented official laws approving its use.  

Nudging a person to end their own life by suicide through the technological powerful electromagnetic influencing affect is just as sure as murdering someone as pulling the trigger although done using the highly advanced global weapon system, drones, satellite biometric EEG tracking of human targets, and torture through antenna topped cellular towers when driving, a fixed with microwave directed energy weapons along with the Ground Wave Energy Network is real. When traveling from state-to-state or country to country advanced technologies are being deployed by a constellation of satellites and through a large phased array of terrestrial antennas.  

Satellites and drones are also being used for infrared imaging and visual imaging of this integrated global surveillance system.

There are reports, stating that over 20,000 satellites currently target and silence countless people worldwide (est. 500,000 plus) as a result of bad laws.  The victims are not openly confronted.  This would remove any feigned excuses and leave the perpetrators open to all manner of accusation.  Instead the methods used are covert; employing high tech' systems to remotely torment and deceive victims without leaving evidence. 

Often targets are tricked into believing they are having psychic, medical, psychiatric, religious, or even alien experiences (which they are not) says Paul Baird, an Australian activist.  This leaves them discredited as they vainly seek help from ignorant or complicit authorities (police, military personnel, doctors, media, etc.). This leaves victims neutralized and possibly even silenced on the issue they originally raised.

The question still remains, what would make people, law enforcement and the military, at the helm of this technology, or even the average American citizen trained by Intel agencies during Community Stalking as vigilantes using portable versions, become so ruthless, and eagerly partake in such vicious life-threatening cruelty, without guilt, perpetrating crimes against another human being, while not wanting it known, or you to see their faces?  Have they lost and or now devoid of how wrong it is?  One, factor is the great difficulty in proving what is happening to targets which seems to be a source of great amusement not to mention security for some of the more sadistic individuals working in these programs for hire.  Some, I believe, also enjoy the power of influencing and controlling another’s life or essentially playing God to a lesser degree driven by a psychopathic mentality.

There are three specific technologies in use today primarily from state-of-the-art operation centers with, powered by the availability of numerous other patents known as “Black Bag” technologies.  That is first, artificial/synthetic telepathy, also known as the hearing voices effect, voice to skull, or neural decoding, and Electroencephalogram (EEG), incorporating mind reading technology, as stated vital and necessary to harass the target. The technology is so advanced that EEG Cloning, by capturing a specific negative emotion can be stored into a highly advanced supercomputer system then believe it or not, beamed back to the victim creating negative emotions materialized out of nowhere and effortlessly. 

The numbers continue to grow with people, for example in cities such as Palm Springs, California, experiencing the “Synthetic Telepathy” effect reported on a KMIR 6 news report. To the advantage of this gay community obviously marked for experimentation, their recognizing that they were being targeted by technology as a group resulted in their knowing they were not crazy it saved their lives.  This report is a good example of the ability to manipulate specific groups and populations by individuals working from a centralized location.

Also, in December of 2012, TruTV, Conspiracy Theory, with Jesse Ventura, and episode preserved on Daily Motions, "Brain Invader" premiered an episode spotlighting complaints within America focused on electronic harassment also through synthetic beamed voices inside their heads again, originating from state-of-the-art operation centers, drones, along with deadly microwave torture inside their homes and out.  The show was entitled “Brain Invaders.” 

The Palm Springs, California investigative news report, through KMIR6.com is titled – “Electronic Harassment: Voices in My Mind” by Angela Monroe, Nov. 12, 2012 if you should desire to look it up for yourself. 

The article begins by saying "Hundreds of people in the valley say they are hearing voices in their heads, and those voices are being transmitted by microwave or other methods...”

The question is, just how long did those having full knowledge of the development and use of various electromagnetic technologies today, that resonate bio-electrically resulting in mind invasions, expect to keep the general public in the dark.  Obviously, these programs believed that the general public would not begin to come to the same conclusion in realization that something else is afoot?  

As with, myself and others, most people know themselves and as a result can easily distinguish when something is thought completely out of character and it is just not right and deviant from their typical feelings which have been a part of their lives, and thought process throughout their lives. Through our specific personality characteristics, likes and dislikes, essentially in effect since birth, any deviant thought most recognize can be a dead giveaway, forgive the pun, that something is amidst, especially when combined with the myriad of documented, and detailed information, readily available today for the inquiring mine seeking substantiation.

As I read through the Palm Springs, California article, as a native of California, I was struck by a realistic statement made by a person identified as Dr. Drucker.  

He stated, “That testing appears to be happening to people that are marginalized, deemed valueless, are easy targets with testing factually occurring in an entire community.”

Remember this is mass control technology, intentionally and specifically designed for this sole purpose and designed with characteristics for global control ultimately as its endeavor.  This is known to those familiar with and understand its history.

The key to the continued success of these programs is discrediting the targets as nutcases. I myself, continue to personally question why, psychiatry can easily ignore literally hundreds of official patents, patented at the United States Patent and Trademark Office, and definite laws approving use of this technology so easily.  How, also, can they deny or write off the reports of highly educated individuals and even historical archived documentation declassified? 

Many are reporting similar experiences across the board today although at different and varying levels which appears to be structured by the target’s specific involvement and why they are placed in this program.  These highly educated people can’t be nor are they so stupid. Or perhaps self-serving may be a better definition or lack of awareness key.  

In reality, historically, the Association of Psychiatry, as I documented in the first book in this series, continues to play, a pivotal role in remote neural monitoring also known as “Remote Brain Targeting” programs with studies justified in the name of science.  Traditionally, many in this field, although not all, have been a part of the problem and not the solution in the arena of behavior studies for decades.  Donald Ewen Cameron spearheaded early studies, as president of the American Association of Psychiatry in both the USA and Canada for MKULTRA mind control studies

Stating that this program is “a waking nightmare” by one of the victims in the article is an understatement.  It is a technological monster using highly advanced mega computer systems, of which one author defines as having such acronyms as Thought Amplifier and Mind Interface or T.A.M.I or Global Orbit Directed Energy Weapon System or G.O.D.S. 

M.I.N.D, believed to be the name of the top-secret project of electromagnetic mind control, reported by insiders, as the Magnetic Integrated Neuron Duplicator.  It appears this is a system of artificial intelligence with many aspects of not only efficient EEG cloning.  SATAN appears to be appropriately named.  SATAN is said to be the name of the kill mode weaponized software of this high-tech system or Silent Assassination through Amplified Neurons.  And, SATAN is said to be housed in a location called HELL, again name appropriate and possibly intentionally. 

By using brain interfaced super computer-enhanced EEGs, scientists have identified, and have isolated the brain’s low-amplitude “emotion signature clusters” as stated previously. They have synthesized them and stored them into a mega computer / Brain Computer Interface or BCI system.  

These clusters are then placed onto an extremely low frequency carrier system, for example the Silent Sound Spread Spectrum, which is capable of carrying extremely low frequencies which are EEG Cloned for global manipulation if necessary through radio waves. For example, if dies, the emotions of millions can be captured and beamed back to millions.  Studies show through, for example, the television pulsing electromagnetic frequencies.

Nervous system manipulation by electromagnetic fields from monitors

Patent number: 6506148

Abstract:  Physiological effects have been observed in a human subject in response to stimulation of the skin with weak electromagnetic fields that are pulsed with certain frequencies near ½ Hz or 2.4 Hz, such as to excite a sensory resonance. Many computer monitors and TV tubes, when displaying pulsed images, emit pulsed electromagnetic fields of sufficient amplitudes to cause such excitation. It is therefore possible to manipulate the nervous system of a subject by pulsing images displayed on a nearby computer monitor or TV set. For the latter, the image pulsing may be imbedded in the program material, or it may be overlaid by modulating a video stream, either as an RF signal or as a video signal. The image displayed on a computer monitor may be pulsed effectively by a simple computer program. For certain monitors, pulsed electromagnetic fields capable of exciting sensory resonances in nearby subjects may be generated even as the displayed images are pulsed with subliminal intensity.

Type: Grant

Filed: June 1, 2001

Date of Patent: January 14, 2003

Inventor: Hendricus G. Loos

Many Targeted Individuals who have survived the strategic discrediting phase has experienced emotional cloning of fear repeatedly.  When the technology is used this way, the cloned emotion can silently trigger the occurrence of the same type of emotion in a Target or targets, as shown by the patent cast over large populations, individuals or groups and typically negative emotions such as creating riots. 

Let me state for the record, and from personal experience, those involved with the use of this technology are not interested in sending happy feelings of joy to individuals unless it is beneficial to their cause or the program statistics overall.

As I have previously documented, in one of the other two books, The Silent Sound Spread Spectrum or SSSS sometimes called “S-quad” or “Squad” is a mind-altering mechanism based on a patented subliminal carrier technology first on the scene during the Eisenhower Administration of the late 50s and early 60s. An example of the Silent Sounds Subliminal System capability might utilize voice commands, e.g., as an adjunct to a security system for example. For example, when entering Walmart, or beneath the musical broadcast that you hear in stores and shopping malls may be a hidden message which exhorts against shoplifting subliminally by bypassing the outer ear as a suggestion beamed directly into the human brain. And while voice commands alone are powerful, when the subliminal presentation system carries cloned emotional signatures, for an individual, population, or group targeted in this manner, the results could be overwhelmingly heinous to say the least not to mention ungodly.

If the names of these top-secret mind invasive, mentally, physically and emotionally weapon system are accurate the very names paint a perfect picture of purpose, capability, and more importantly, the intent. 

The edge of those working these operations, nationwide, depending on the level a target has advanced to, is the threat of death from coercive energy weapon physical torture covertly beamed simultaneously with beamed fear to psychologically control the victim’s actions.  

I will say this again, and again, “Fear has never conquered anything!”

––––––––
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CHAPTER ONE


[image: image]


Ancient History and

Electromagnetic Energy

LIGHTENING IS THE MOST dramatic form of energy to be found in nature.  Scientist has succeeded in creating limited types of artificial lightening, the forerunner for Directed Energy Weapons.  These weapons operate within the Radio Frequency segment of the Electromagnetic Spectrum and can be deadly.

The ancient Egyptians had many advanced scientific technologies. Much of what they did has been found in picture form as hieroglyphics and three-dimensional models throughout Egypt. Actual themes reflecting scientific knowledge and achievement can be found through the world in scenery about ancient civilizations. Their teachings seemed to center on electromagnetic energies. 

Scenes depict scientists of that timeline able to work in fields of alchemy, biology, chemistry, dentistry, anesthesiology, air flight, and electromagnetic energies, as imagery on the walls of the Great Pyramid.  This is common among other sacred sites with imagery defining links to the sacred geometry that forms our universe.  However, much of the interpretation today is left to those in our timeline to decipher, although a common practice for the neophyte of Mystery School, esoteric knowledge of secret societies. 

The “Energy Source” The Wands of Horus & the Structures of Deep Meditation were a foundation for spiritual practices in Ancient Egypt. 

For long millennia, the great pyramids preserved the mystery of a “secret room” containing, according to legend, either secrets of a special kind of knowledge that would give the finder power over the world. 

Men have been searching for that knowledge for many centuries and it appears today believe they have honed the Earth’s energy source or what Nikola Tesla called “Radiant Energy” by advanced technological use.  The fact is there is nothing new under the Sun.

The scholar has looked for it within the twin-humped rock on which the body of the pyramid rests. They looked for it beneath the pyramid.  But the room is not where they were looking but in the upper part of the pyramid, at a point defined by the ratio 0.118:0.882.  That chamber contains the “Energy Source” of which the Ancient Egyptians inherited from the people of Atlantis who had come to northern Africa long before the heyday of Egyptian civilization.  

The founders of Atlantis were said to be half god and half human. They were said to have created a utopian civilization and became a great naval power.  Their home was made up of concentric islands separated by wide moats and linked by a canal that penetrated to the center. The lush islands contained gold, silver, and other precious metals and supported an abundance of rare, exotic wildlife.  There was a great capital city on the central island.

The energy source takes the form of a cylinder within which is a special crystal with a lattice structure close in parameters to that of quartz crystals.  Almost all the most astonishing phenomena observed in and around the pyramid are connected with the presence of this very device.  The sense of creating and using the “Energy Source” lies in its capacity to affect the structure of time and space in the vicinity of its location.  The shape of the pyramid serves to intensify this effect and disperses the incoming energy in the area of the pyramid. 

Besides that, this “Energy Source” was known to affect, not only human psychological but also physical structure. 
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PICK UP ANY BOOK ABOUT Ancient Egyptian culture and take a close look at the statues of the pharaohs: you will see that they are all clasping cylinder-like objects in their hands. 

The “Energy Source” that was constructed in the proportions of the Golden Section entered into resonant interaction with the cylinders held in the hands because they too were created in the proportions of the Golden Section.  In other words, there was an electromagnetic connection simply by holding the object to draw the Energy Source. 

Apart from that, however, both these devices, the Energy Source and Golden Section, were constructed, one might say, in a single image and likeness as a kind of miniature model of certain energy processes that arise cyclically in the biosphere and the space around a human being. That, in turn, determines yet another level of interaction between them. 
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THOSE CYLINDERS, WITH which the pharaohs never parted throughout their lives, were harmonizers of the two basic flows of energy which the Ancient Egyptians called BA and KA, corresponding to Yin and Yang in the Oriental tradition. 

For the Ancient Egyptians BA and KA were the two component elements of the human entity, the two
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